Größe: 


Zugkraft: 
Nietlänge: 


POINT Chain „Magic Colour” - 1 Speed 


Size: 


Tension: 
Pin length: 


# 101.059 01 
# 101.074 01 
# 101 075 01 
# 101 076 01 
# 101.085 01 
# 101.086 01 
# 101.087 01 


VE = 10/50 Stück 


POINT Kette „Magic Colour” - 1 Speed 


1/2 x 1/8”, 102 Glieder, 1 Speed 
passend für alle Single Speed Bikes, BMX, Trial und Freestyle 


1000 kg 
9,4 mm 


1/2 x 1/8”, 102 Links, 1 Speed 
suitable for all Single Speed Bikes, BMX, Trial and Freestyle 


1000 kg 
9.4 mm 


verchromt / CP 
rot / red 

blau / blue 
orange / orange 
grün / green 
purple / lila 
pink / rosa 


Unit = 10/50 pieces 


POINT Kette „Anti Rost” 


Größe: 
passend für: 
Verschluss: 
Zugkraft: 


Nietlänge: 


# 101.050 01 


1/2” x 1/8” 

112 Glieder 
Nabenschaltung, 
Rücktrittbremse 
410 (# 101.011 01) 
950 kg 

8,6 mm 


VE = 10/50 Stück 


POINT Kette „Anti Rost” 


Größe: 


passend für: 


Verschluss: 
Zugkraft: 
Nietlänge: 


# 101.051 01 


1/2" x3/32” 

116 Glieder 

7 Speed 

alle Schaltsysteme bis 21 Gang 
Shimano kompatibel 

QR-7 (# 101.060 01) 

1050 kg 

7,3 mm 


VE = 10/50 Stück 


POINT Kette „Anti Rost” 


Größe: 
passend für: 
Verschluss: 
Zugkraft: 


Nietlänge: 


# 101 052 01 


1/2” x 3/32” 

116 Glieder, 8 Speed 

alle Schaltsysteme bis 24 Gang 
Shimano kompatibel 

OR-8 (# 101 043 01) 

1050 kg 

7,1 mm 


VE = 10/50 Stück 


www.pointbike.de 


POINT Anti Rust Chain 


Size: 


suitable for: 
Locking Link: 
Tension: 

Pin length: 


# 101.050 01 


1/2" x 1/8” 

112 links 

inner gear hub 

410 (# 101 011 01) 
950 kg 

8.6 mm 


Unit = 10/50 pieces 


POINT Anti Rust Chain 


Size: 


suitable for: 


Locking Link: 
Tension: 
Pin length: 


# 101 051 01 


1/2" x 3/32” 

116 links 

7 Speed 

all derailleur systems up to 
21 gears, Shimano compatible 
QR-7 (# 101.060 01) 

1050 kq 

7.3 mm 


Unit = 10/50 pieces 


POINT Anti Rust Chain 


Size: 
suitable for: 
Locking Link: 
Tension: 


Pin length: 


# 101 052 01 


1/2" x 3/32” 

116 links, 8 Speed 

all derailleur systems up to 
24 gears, Shimano compatible 
OR-8 (# 101 043 01) 

1050 kq 

71mm 


Unit = 10/50 pieces 


Ketten chains 067 


Anti-Rost- 
Beschichtung! 


anti-rust-coating! 


Anti-Rost- 
Beschichtung! 


anti-rust-coating! 


Anti-Rost- 
Beschichtung! 


anti-rust-coating! 


